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GENERAL  SERVICES 
ADMINISTRATION 

Office  of  the  Federal  Register 

1  CFR  Part  51 

7  CFR  Parts  982  and  1701 

10  CFR  Parts  73, 430  and  440 

14  CFR  Parts  25  and  29 

Incorporation  by  Reference 

agency:  Office  of  the  Federal  Register. 
action:  Approval  of  incorporations  by 
reference  and  corrections. 

SUMMARY:  This  document  announces  the 
final  approval  for  incorporation  by 
reference  of  certain  publications  that 
were  given  extensions  of  approval  by 
the  Director  of  the  Federal  Register  on 
December  31. 1980  (45  FR  86672).  The 
December  31  document  listed  materials 
approved  by  the  Director  for 
incorporation  by  reference  into  Title  1- 
16  of  the  Code  of  Federal  Regulations. 
Material  that  is  approved  for 
incorporation  by  reference  has  the  same 
legal  status  as  if  it  were  published  in  full 
in  the  Federal  Register.  This  document 
also  makes  corrections  to  the  December 
31  document. 

effective  DATE:  The  Director  approves 
the  following  incorporations  by 
reference  for  one  year  effective  January 
1, 1981. 

FOR  FURTHER  INFORMATION  CONTACT. 

Rose  Anne  Lawson  at  (202)  523-4534. 

Dated:  January  27, 1981. 

)ohn  E.  Byme, 

Director  of  the  Federal  Register. 
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7  CFR  PARTS  28.  31.  32.  201.  982— AGRICULTURAL  MARKETING  SERVICE.  U.8.  DEPART¬ 
MENT  OF  AGRICULTURE 

The  following  publications  are  approved  for  incorporation  by  refer¬ 
ence  for  one  year  beginning  January  1. 1981: 

Oregon  Grade  Standards  Filberts  in  Shell  (August  25,  1975  Edition). 

Oregon  Grade  Standards  For  Filberts  (Hazelnut)  Kernels  (July  20. 1976 
Edition) 

7  CFR  CHAPTER  XVII  (PART  1700-1799) — RURAL  ELECTRIFICATION  ADMINISTRATION. 
U.S.  DEPARTMENT  OF  AGRICULTURE 

Make  the  following  corrections: 

1.  On  page  86673.  under  Rural  Electrification  Administration,  the  Entry  “2-1  Guiding  Statement 
of  REA  Policy  Concerning  Its  Relationship  with  Borrowers  8/69."  is  printed  twice.  Remove 
the  entry  under  “5-1  Joint  Use  of  REA  Borrowers'  Facilities  by  Electric  and  Telephone 
Systems  3/54  with  all  supplements  to  2/72“. 

2.  On  page  86674.  remove  “62-3  Narrow  Profile  Electric  Transmission  Line  Structure  Designs 
11/72." 

3.  On  page  86675.  remove  “86-5  Contract  to  Construct  Buildings,  REA  Form  257  6/73“  and 
“185-2  Audit  Working  Paper  Guide  11/72.” 

4  On  page  86678.  remove  “360-2  Area  Coverage  Design  5/67.” 

5.  On  page  86679,  remove  “388-1  Inventory  and  Appraisal  of  Existing  Telephone  Plant 
Retained  as  Part  of  New  System  5/57.” 

The  following  publications  are  approved  for  incorporation  by  refer¬ 
ence  for  one  year  beginning  January  1, 1981: 

320-12  Notes,  Interest  Computation,  Payments  and  Loan  Account 
Statement  10/76,  with  all  supplements  to  7/78 
328-1  CATV  Financing  Under  the  Consolidated  Farm  and  Rural  Devel¬ 
opment  Act  6/79 

345-42  REA  Specification  for  Low  Loss  Buried  Distribution  Wire  (PE- 
.  44)3/71 

345-44  REA  Specification  for  Figure  8  Drop  Wire  (PE-46)  3/64. 

345-46  REA  Specification  for  Clamps  to  Support  Figure  8  Distribution 
Wire  (PE-48)  7/68 

345-47  REA  Specification  for  Seven  Wire  Aluminum  Clad  Steel  Strand 
(PE-49)  4/66 

345-58  REA  Specification  for  Flexible  and  Semirigid  Polyvinyl  Chlo¬ 
ride  Raw  Material  (PE-220)  7/69 

345-63  REA  Standard  PC-4  for  Acceptance  Tests  and  Measurements 
of  Telephone  Plant  5/78 

345-72  REA  Specification  for  Filled  Splice  Cases  (PE-74)  5/75 
345-81  REA  Specification  for  Modular  Telephone  Set  Hardware  (PE- 
78)  8/78 

380-3  Weekly  Progress  Report  of  Telephone  Constr.  &  Engr.  Service  7/ 

63,  with  all  supplements  to  2/64 

384-2  Closeout  Documents  for  Central  Office  Equipment  Contracts  10/ 

65.  with  all  supplements  to  10/80 

10  CFR  CHAPTER  I  (PARTS  0-199)— NUCLEAR  REGULATORY  COMMISSION 

Make  the  following  corrections:  * 

On  page  86681,  under  American  National  Standards  Institute,  correct  the  entry  for 
International  Standards  Organization  (ISO)  389  to  read  as  follows: 

International  Standards  Organization  (ISO)  389  “Standard  Reference 
Zero  for  the  Calibration  of  Puretone  Audiometer"  (1975).. 

2.  Correct  the  entry  for  ANSI  S3.8  to  read  as  follows: 

ANSI  S3.6-1969  (R1973),  “Specifications  for  Audiometers." 

The  following  publications  are  approved  for  incorporation  by  refer¬ 
ence  for  one  year  beginning  January'  1, 1981: 

ANSI  MH5.1-1971,  “Basic  Requirements  for  Cargo  Containers." 

ANSI  S3.6-1969  (R1973),  “Specifications  for  Audiometers." 

International  Standards  Organization  (ISO)  389-1975,  "Standard  Refer¬ 
ence  Zero  for  the  Calibration  of  Puretone  Audiometers.". 

International  Standards  Organization  (ISO)  1496-1978,  “General  Cargo 
Containers”. 

10  CFR  CHAPTER  D  (PARTS  200-699)— DEPARTMENT  OF  ENERGY 

Make  the  following  corrections: 

1.  On  page  86682.  under  Part  212,  American  Society  of  Testing  and  Materials,  correct  the 
entry  for  ASTM  Standard  D  910-70  to  read  as  follows: 

ASTM  D  910-70,  "Standard  Specifications  for  Aviation  Gasolines." 

2.  On  page  86683,  under  Part  430,  American  National  Standards  Institute,  correct  the  entry 
for  B  149.1-1972  to  read  as  follows: 

B  149.1-1972,  Dehumidifiers. 
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10  CFR  Chapter  II  (Porte  200-699) — Department  of  Energy — Continued 

3.  On  page  86684.  under  Part  430.  International  Electrotechnical  Commission,  correct  the 
entire  entry  to  read  as  follows: 

International  Electrotechnical  Commission 
(Available  from:  James  A.  Smith.  Department  of  Energy.  Office  of 
Conservation  and  Solar  Energy.  Mail  Stop  6B-025.  Room  6H-065. 

1000  Independence  Ave.,  SW.  Washington.  DC  20585) 

IEC  5C-59H-1975,  Method  of  Measuring  Performance  of  Microwave 
Cooking  Appliances  for  Household  and  Similar  Purposes.. 

4.  On  page  88685.  under  Part  456.  American  National  Standards  Institute,  correct  the  entry 
for  ANSI  Z21.59  to  read  as  follows: 

ANSI  Z21.59-1974  Gas-fired  High  Pressure  Steam  and  Hot  Water 
Heating  Boilers.. 

8.  Correct  the  entry  for  ANSI/NWMA  I.S.  S-73  to  read  as  follows: 

ANSI/NWMA  I.S.  5-73  "Ponderosa  Pine  Doors” 

The  following  publications  are  approved  for  incorporation  by  refer¬ 
ence  for  one  year  beginning  January  1, 1981: 

10  CFR  PART  430— ENERGY  CONSERVATION  PROGRAM  FOR  CONSUMER  PRODUCTS 

ANSI  Z  21.11.1-1974,  ANS  for  Gas-Fired  Room  Heaters.  Vol.  1,  Vented 
Room  Heaters. 

ANSI  Z  21.13-1974,  ANS  for  Gas-Fired  Low  Pressure  Steam  and  Hot 
Water  Heating  Boilers. 

ANSI  Z  21.48-1978,  Gas-Fired  Gravity  and  Fan  Type  Floor  Furnaces 
ASHRAE  37-78,  Method  of  Testing  for  Rating  Unitary  Air  Conditioning 
and  Heat  Pump  Equipment. 

IEC  5C-59H-1975,  Method  of  Measuring  Performance  of  Microwave 
Cooking  Appliances  for  Household  and  Similar  Purposes. 

UL  730-1974,  Standard  for  Safety:  Oil-Fired  Wall  Furnaces 

10  CFR  PART  448— WEATHER IZATION  ASSISTANCE  FOR  LOW-INCOME  PERSONS 
All  standards  incorporated  into  Part  440  are  contained  in  Appendix  A  to  Part  440. 

Americas  National  Standards  Institute 

1430  Broadway, 

New  York,  NY  10018 

ANSI  A134.3-1972  Voluntary  Specifications  for  Aluminum  Combina¬ 
tion  Storm  Windows  for  External  Application. 

ANSI  A134.4-1972  Voluntary  Specifications  for  Aluminum  Storm 
Doors. 

ANSI  Z  91.2-1976  Performance  Requirements  for  Automatic  Pressure 
Oil  Burners  of  the  Mechanical-Draft  Type. 

American  Society  for  Testing  and  Materials 
1916  Race  Street,  Philadelphia,  PA  19103 
ASTM  C208-72  Insulating  Board  (Cellulosic  Fiber),  Structural  8  Deco¬ 
rative. 

ASTM  C516-67  Vermiculite  Loose  Fill  Insulation 
ASTM  C534-70  Performed  Flexible  Elastomeric  Cellular  Thermal  Insu¬ 
lation  In  Sheet  &  Tublar  Form. 

ASTM  C549-73  Perlite  Loose  Fill  Insulation 
ASTM  C552-73  Cellular  Glass  Block  &  Pipe  Thermal  Insulation 
ASTM  C578-69  Preformed,  Block  Type  Cellular  Polystyrene  Thermal 
Insulation. 

ASTM  C591-69  Rigid  Preformed  Cellular  Urethane  Thermal  Insulation . 

ASTM  C612-70  Mineral  Fiber  Block  &  Board  Thermal  Insulation 
ASTM  C665-70  Mineral  Fiber  Blanket  Thermal  Insulation  &  Wood 
Frame  &  Light  Construction  Buildings. 

ASTM  C726-72  Mineral  Fiber  Roof  Insulation  Board 
ASTM  C739-73  (Loose  Fill)  Cellulosic  Fiber  (Wood  Base)  Loose  Fill 
Thermal  Insulation. 

ASTM  C764-73  Mineral  Fiber  Loose  Fill  Thermal  Insulation 

Federal  Specifications 

Naval  Publication  and  Forms  Center,  5801  Tabor  Avenue,  Philadel¬ 
phia,  PA  19120 

F.S.  HH-I-515C  Insulation  Thermal  (Loose  Fill  for  Pneumatic  or  Poured 
Application):  (Cellulosic  or  Wood  Fiber). 

F.S.  HH-I-521E  Insulation  Blankets,  Thermal  (Mineral  Fiber  for  Ambi¬ 
ent  Temperatures).  ,  __ 

F.S.  HH-I-524B  Insulation  Board,  Thermal  (Polystyrene) 

F.S.  HH-I-526C  Insulation  Board,  Thermal  (Mineral  Fiber) 
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10  CFR  PART  440 — WEATHERIZATION  ASSISTANCE  FOR  LOW-INCOME  PERSONS— 

Continued 

All  standards  incorporated  into  Part  440  are  contained  in  Appendix  A  to  Part  440. 

F.S.  III  I— I— 528B  Insulation  Batts  &  Blankets.  Thermal  (Vegetable  Fiber) 

F.S.  HH-I-529B  Insulation  Board.  Thermal  (Mineral  Aggregate). 

F.S.  HH-I-530A  Insulation  Board.  Thermal  (Urethane) 

F.S.  IIH-I-551E  Insulation  Block  &  Boards.  Thermal  (Cellulur  Glass) 

F.S.  HH-I-558B  Insulation.  Blocks.  Boards.  Blankets.  Felts,  Sleeving 
(Pipe  &  Tube  Covering).  &  Pipe  Fitting  Covering,  Thermal  (Mineral 
Fiber  Industrial  Type  (1—0—73)). 

F.S.  HH-I-573B  Insulation,  Thermal  (Flexible  Unicellular  Sheet  &  Pine 
Covering. 

F.S.  HH-I-574A  Insulation.  Thermal  (Perlite) 

F.S.  HH-I-585B  Insulation.  Thermal  (Vermiculite) 

F.S.  HH-I-1030A  Insulation,  Thermal  (Mineral  Fiber  for  Pneumatic  or 
Poured  Application). 

F.S.  HII-I-1252A  Insulation,  Thermal.  Reflective  (Aluminum  Foil) 

F.S.  LLL-I-535A  Insulation  Board,  Thermal  &  Insulation  Block.  Ther¬ 
mal. 

Fir  and  Hemlock  Door  Association 

Yeon  Building  Portland,  OR  92704 

Section  3  of  FHDA/5-75  Industry  Standard  for  Douglas  Fir.  Western 
Hemlock,  &  Sitka  Spruce  Doors  &  Blinds.  / 

National  Bureau  of  Standards 

Department  of  Commerce  Washington,  DC  20234 

NBS  Product  Standard  PS26-70:  Rigid  Poly  (Vinyl  Chloride)  (PVC) 

Profile  Extrusions. 

National  Woodwork  Manufacturers  Association 

205  W.  Toughy  Avenue  Parkridge,  IL  60068 

Section  3  of  NWMA,  I.S.  1-73;  Wood  Flush  Doors 
Section  3  of  NWMA  Industry  Standard  I.S.  2-73;  NWMA  Industry 
Standard  for  Wood  Window  Units. 

Section  3  of  NWMA  I.S.  5-73:  NWMA  Industry  Standard  Ponderosa 
Pine  Doors. 

Underwriters'  Laboratories,  Inc. 

207  East  Ohio  Street  Chicago.  IL  60611 

UL  296/ ANSI  Z  96.2-1974  Oil  Burners 

14  CFR  CHAPTER  I-FEDERAL  AVIATION  ADMINISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

The  following  publications  are  approved  for  incorporation  by  refer¬ 
ence  for  one  year  beginning  January  1, 1981:  ( 

TSO-C77,  “Gas  Turbine  Auxiliary  Power  Units"  (May  20. 1963) 

|FR  Doc.  81-3458  Filed  1-28-81;  8:45  am| 
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